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TO SECSTATE WASHDC 2813 

CONFIDENTIAL PARIS 18118 

US OECD 

EXCON 

E.O. 11652: XGDS-1 

TAGS: ESTC, COCOM, GW, CH 

SUBJECT: GERMAN COMPUTER FOR MASS SPECTROMETRY TO CHINA 
REF: (A) COCOM DOC (78) 281, (B) STATE 1 14394 

GERMAN DEL HAS CONFIRMED THAT COMPUTER SYSTEM INVOLVED 
IN SUBJECT CASE IS VARIAN 76. 
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